Historic, Archive Document 


Do not assume content reflects current 
scientific Knowledge, policies, or practices. 
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PRICES 


FORREST KEELING MULTIFLORA ROSE 


Prices subject to change without Notice 


No. 1 STANDARD — Top quality for farm fencing. Well 
branched, 15 to 18 inches (before pruning) with root- 
crown caliper of ?—!4 inch. Husky and uniform. 


FARM UTILITY Grade — 10 to 15 inches (before 
pruning). Root-crown caliper 2/-3/ inch. One or two 
stems and balanced root. 


JUMBO Grade — Extra heavy for quick effect. Stocky, 


18 - 24 inches (before pruning). Root-crown caliper 
ly to 3% inch. Heavily stemmed and rooted. 


COUNTRY CLUB Grade — For estate, country clubs, 
the home lot and similar uses where a stout barrier 
or screen is desired in the shortest period choose our 
giant ‘Country Club’’ Grade. Top growth 24 inches 
and up (before pruning). Root-crown caliper %&-!4 


inch. 


Price per 1000 plants 


500 to 4,900 5,000 up 


$49.50 $45.00 
$32.00 $29.00 
$79.00 $67.00 


$17.50 per 100 plants 
Fifty plants at $9.60 


NOTE: Prices are F.O.B. Elsberry, Missouri. Our method of packing makes it possible to place fresh-dug 
plants in your hands at a most modest shipping charge wherever you may live in the U. S. (Shipping 
charges to New York, for example, are about 5% of the cost of the plants.) Shipping weights for the 


several sizes of our Multiflora are approximately as follows: 


Farm Utility Grade 


Shipping Weight per 1000 plants 


20 lbs. 


No. 1 Standard 


AO lbs. 


80 lbs. 


Jumbo Grade 


Country Club Grade — shipping weight per 100 plants. ———————0 lbs. 


Use Handy Order Form on enclosed addressed envelope. 


FORREST KEELING MULTIFLORA FENCE 


Country Club Grade No. 1 Grade 


plant \ ‘ plants 


Samples of two grades of FORREST KEELING 
MULTIFLORA ROSE. To the left is the giant 
“Country Club”’ grade — ideal for developing 
a quick, strong barrier around the town lot, 
estate, country home, and similar locations. 
To the right is the No. 1 standard size — strictly 
top quality for farm fencing. 


Hugh Steavenson examines a fully- 
developed 8-foot-high fence. One 
of the first Multiflora fences ever 
established, this was planted by 
him on the U. S. D. A. grounds 


near Elsberry. 


Horse High — Bull Strong — Goat Tight 


FORREST KEELING NURSERY 
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Hugh Steavenson, Proprietor 
Originator and Developer of Multiflora Rose Fence 


